ST.  PETER  LUTHERAN  CHURCH 

Schaumburg,  Illinois 
Located  in  historic  Olde  Schaumburg  Centre,  built  in  1863, 
St.  Peter  stands  today  as  a  worship  center  and  Schaumburg 
landmark. 
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